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QUTGOING TELEGRAM DIST: rs 
COMMO 1 JS 
OPERATIOAL IMMEDIATE OPS 1 
24 DECEMBER 1956 
25X1A 
TO : 
FROM 3 pan u} 3 


ON EE 21/07 25 


REF + a 1726 (COMMANDERS REPORT) 
25X1A 
25X1A 1. [RRRRerorr 4019. 


2, MISSION SUCCESSFUL FOR INTENDED PURPOSE, NEAR CONSTANT UNDERCAST MAKING 


NAVIGATION DIFFICULT. SEXTANT TROUBLE ON TEST HOPS PRECDUDED ACCURATE 


COMPASS SWING. THEREFORE FELT OBLIGED PLAY COURSE SAFH SIDE DENI«D 


TERRITORY IN MISSION PLANNING, 


3, EQUIPMENT OPHRATION FOLLOWS: 


25X1A 8. Ro wor operars vance ovERLAY ComPUTED FROM PIOTAGE POINTS 
AND D.R, CONFIDENCE FACTOR EASTERN HALF ROUTE 10-20 MILES; WHSTERN 
HALF 0-10 MILES, 
POS: 38, 100 rercenr. 
25X1A ¢, [BM 70 BeRCENT, AC GENERATOR FAILED AFTER SIX HOURS THOUGH ALL 
APE RUN THROUGH, | 
25X1A D. =a APPARENTLY 100 PERCENT, ALL TAPE RAN FULL TIME AND SYSTEMS 


CHECKED AND FOUND OPERATING POST FLIGHT. 25X1A 


4, REASON FOR FETLURE AC GENERATOR UNKNOWN AT PRESENT, BE «2:02 BE FLOWN 
25X1A wrth | oer cavse corrscren. 
END OF MESSAGE 
25X1A 
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